To:  Barkett,  Bonnie[Barkett. Bonnie@epa.gov] 

Cc:  Glenn,  William[Glenn. William@epa.gov];  Gray,  David[gray.david@epa.gov];  Zito, 

Ke!ly[ZITO. KELLY@EPA.GOV];  Keener,  Bill[Keener.Bill@epa.gov] 

From:  Davis,  Tim 

Sent:  Mon  8/10/2015  5:41:10  PM 

Subject:  RE:  Gold  King  Mine  spill 


Thanks  so  much,  Bonnie  and  everyone!! 


From:  Barkett,  Bonnie 

Sent:  Monday,  August  10,  2015  11:40  AM 

To:  Davis,  Tim 

Cc:  Glenn,  William;  Gray,  David;  Zito,  Kelly;  Keener,  Bill 
Subject:  Gold  King  Mine  spill 


Thanks  for  the  update,  Tim!  We  will  link  to  the  R8  page.  Best  of  luck  with  this! 


Bonnie  Barkett 

Web  Content  Coordinator 

(415)947-4175 

On  Aug  10,  2015,  at  10:32  AM,  Davis,  Tim  <Davis.Tim@epa.gov>  wrote: 
HI  Bonnie  and  Bill! 


Here’s  the  site — and  you  (Bonnie)  and  I have  access  to  update  it  (as  does  Bill  Cooper  in 
Region  8): 


https://wcms.epa.gov/goldkingmine 


So,  they  do  NOT  want  a separate  Region  9 page.  In  fact,  we  are  REPLACING  the  current 
Region  8 page  with  h ttp s : //wcm s . epa . gov/ goldkin gmi  n e . 
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And  in  case  Region  6 is  working  on  a separate  site,  I wanted  to  make  David  and  others 
know. 


Thanks! 

-Tim 
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